Programme 


Welcome 
Mr.  William  Mitchell,  Headmaster 

Recognition  of  Volunteers 

Presentation  of  the  Speirs  Medal 

Introduction 

Mr.  B.  Edward  Claxton  '73 

Presentation  by: 

Mr.  Michael  Goldbloom  '69 

Chairman  of  the  Board  of  Directors 

to 

Craig  Shannon  '71 

Chairman  of  the  Board  of  Directors 

1993-1997 


